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Sr« A* A. Albert 
Eokart HalX 
University of Chicago 
Chicago 37« lUUiols 

Sear Ur* Alibert; 

A Joint aaeotlng of ^ three panels organised under the 
Latlonal Security Agen;^ Scientific Advisory Uoard ii being 
plamied for 20-21 ^ 1954* 

The first digr ifiii be devoted to aoooa^iliiMng adalnietratlve 
details and faroiUangiPs those panel owhers nst prevloualy 
acqi;iain;ted iflth the Agency vith the hi^hli^ts of our organisation 
and staff* The second day is to be devoted to a detailed presenta- 
tion and discussion of scsos of our technical probleBis and to plans 
for future panel activities* 

You eill not be required to attend the oseting on 20 Hsy* but 
it is einoerely hoped that you will be able to be present for the 
21 Kiy meeting* If you will let m know that you jOan to attend# 
and the ilode of travd. you prefer# I will have the necessary travel 
orders siud; to you* 

Sincerely# 


wxuiAM F* mrsami 

acecutive Secretary 
liSA Selentlfio Advleory Board 

ee; A8 
C/S 

S/ASST (Mr. Friedman 

H/%: Announces Joint meeting of three panels of the MSASAB and Invites 
panel member*s attendance* 
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